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Description: Adapter Part Number: RBW109-3130-82-105-9 
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INSPECTION SHEET 
Drawin Actual 
3 Tolerance Method of Comments 
Dimension Dimension Inspection 
Ø1.457 +/-0.005 re es ee Gee 
@1.062 +0.000/-0.010 i: i Te 
Ø0.394 +/-0.005 Re eee a 
@0.157 — 0.162 ry a ee 
0.04 x 45° +/-0.010 x 0.5° ns ee 
0.08 x 30° +/-0.010 x 0.5° a Se E, 
0.787 +/-0.005 rs ee eee 
+/-0.010 eee ee 
0.591 +/-0.005 a ee eee 
0.295 +/-0.005 a 
01.378 +/-0.005 
1.181 +/-0.005 


Measured by: Checked by: QC Inspector: 


(If necessary) 
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